To:  Smalley,  Bryant[smalley.bryant@epa.gov] 

Cc:  Atkins,  B!ake[Atkins. Blake@epa.gov];  Brown,  Jamesr[brown.jamesr@epa.gov];  Crossland, 

RonniefCrossland. Ronnie@epa.gov];  Foster,  Aithea[Foster.Althea@epa.gov];  Garcia, 

David[Garcia. David@epa.gov];  Hayes,  Markfhayes. mark@epa.gov];  Ngo,  KimfNgo. Kim@epa.gov]; 
Restivo,  Angela[Restivo. Angela@epa.gov];  Rinehart,  Jon[rinehart.jon@epa.gov];  Webster, 
Susan[webster.susan@epa.gov] 

From:  McCasland,  Mark 

Sent:  Fri  8/14/2015  4:26:54  PM 

Subject:  RE:  GKM  - Update  on  Morning  Star  and  Farmington 


Apparently  the  pump  was  canceled  by  one  of  the  water  systems  because  it  did  not  meet 
the  new  “Lead  Free”  requirements  for  parts  that  come  into  contact  with  the  drinking 
water. 


Mark 


From:  Smalley,  Bryant 

Sent:  Friday,  August  14,  2015  10:11  AM 

To:  McCasland,  Mark 

Cc:  Atkins,  Blake;  Brown,  Jamesr;  Crossland,  Ronnie;  Foster,  Althea;  Garcia,  David;  Hayes, 
Mark;  Ngo,  Kim;  Restivo,  Angela;  Rinehart,  Jon;  Webster,  Susan 
Subject:  Re:  GKM  - Update  on  Morning  Star  and  Farmington 


All- just  got  word,  they  called  off  pump  because  it  didn't  meet  standards.  Tanks  have  been 
ordered. 


Bryant 

Sent  from  my  iPad 

On  Aug  14,  2015,  at  9:04  AM,  McCasland,  Mark  <McCasland.Mark@epa.gov>  wrote: 

<image001  ,gif> 

The  pump  is  ordered  and  is  supposed  to  be  “hot  shot”  delivered  to  the  site  by 
tomorrow.  The  2 cities  are  working  on  their  pipe  connections  and  the  tanks  are 
ordered.  Mondy  is  projected  date  for  completing  connection 
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Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 

mccasland.mark@epa.gov 
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